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IS October 1975 


MEMORANDUM FOR: 

SUBJECT 

REFERENCE 


Chief, Administration Croup, 

Office of the Comptroller 

0MB Hearings on the FY 1977 Budget 

C/ AG/ COMET Memo to C/PS/BPA dtd 

6 Oct 75, Same Subject (COMET 75-1360) 


In accordance with your request for a brief 
description of CUMSTAT, ths refinements to CL INS TAT, 
and a list of all equipment purchases intended for 
FT 1977, the following is submitted. 

a. CUMSTAT is an Office of Medical Services 
(OM5) project programmed to provide CMS with 
computer-aided processing, evaluation, data 
analysis and presentation of clinical data. At 
the present time this is being accomplished 

here principally with the laboratory testing 
done as part of the Multiphaslc Testing/ Periodic 
Health Examination Program. 

b. Refinement of the CUMSTAT program will 
enable us to include other activities which are 
not yot part of this system but which are an 
integral part of the OHS professional evaluation 
system and necessary to allow us to go operational. 
Specifically, it will enable us to include into the 
CUMSTAT data base a stand-alone medical history 
program , provide us with a diagnostic index, give 

us a capability for cross-tab evaluation of clinical 
and administrative data bases, provide us with 
physical examination findings, and allow for 
statistical analyses of the accumulated data. The 
net result will be a more comprehensive occupational 
and maintenance health program both qualitatively and 
quantitatively at minimal cost. 
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STATINTL 
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SUBJECT: 0MB Hearings on the FY 1977 Budget 


c. For FY 1977 we are planning for the 
purchase of two (2) units of Biomedical Data 
Acquisition Equipment which consists of tne 
following components: 

(1) Electrocardiograph (EKG) Model 
ABC 1000S-3C 


(2) Ohio Spirometry System 

This equipment is intended for the digital 
transmission of electrocardiogram and Spirometry 
data from overseas to headquarters. 


Deputy Director of Medical Services 


cc: DD/A Plans Staff 
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